STATUTES AT LARGE

2-inch  meter  ...................... .........  6.00
3-inch  meter  .................................  10.00
4-inch  m eter  .................................  20.00
6-inch  m eter  .................................  40.00
SECTION 31: Rates for metered      service--bills--discount--con-
sumers beyond the sub-district limits.--Wherever water meters are
placed or shall be placed, the following charges shall be made, col-
lected and paid into the sub-district treasury for water supplied by
the sub-district, that is to say, for single premises:
Amounts not exceeditIg 3,000 cubic feet-rate $3.00 per thousand
cubic feet.
Amounts exceeding 3,000 cubic feet and not over 100,000 cubic
feet-rate $2.40 per thousand cubic feet.
Amounts exceeding 100,000 cubic feet-rate $2.10 per thousand
cubic feet.
All water bills shall be and are payable and collectible within ten
days from the date of the bill. Ten percent discount will be allowed
on gross bills paid within ten days from the date of the bill.
Water furnished consumers beyond the limits of the sub-district
will be charged double the rates within the sub-district.
SECTION 32: Private fire protection--rates.--The minimum rate
for private fire hydrants, on unnetered services to be used only in
case of fire, is $80.00 per atiinui, for each double-nozzle hydrant, pay-
able monthly without discount, This charge is made on fire hydrants
located on such premises as cotton factories, cotton warehouses,
cotton platforms, machine shops, railroad yards and other industries
using hydrants on private or corporation property for fire protection,
or have been placed upon a public highway for private fire protection,
or additional protection other than that furnished by the sub-district.
Private hose connections for fire protection in buildings on un-
metered services will be charged for at the following minimum rates,
applicants paying the entire cost of installation:
2-inch  ................................. $30.00  per  year
3-inch  .................................  40.00  per  year
4-inch  .................................  60.00  per  year
6-inch  .................................  80.00  per  year
SECTION 33: Separate meters required.--Property owned by sep-
arate parties will not be supplied with water except through separate
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